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29X14 GAT DSS TKE[ ____MALFUNCTIONED. UP TO THIS POINT THE 25X1A 
FLIGHT LINE WAS UNDERCAST. DRIVER ATTEMPTED TO RECYCLEL_—id 
AND SELECTED ALTERNATE MODES SEVERAL TIMES 8UT COULD NOT CORRECT 
THE MALFUNCTION. DRIVER ABORTED AND RETURNED TO NOME AT POINT 
F5@e Ae Cs GEN FAILED 40 MIN PRIOR TO LANDING. 600 FEET OF FILM 
WAS EXPOSED. RECOMMENDATION HERE IS THAT WE PROCESS LOCALLY. 
PDVISE ASAP ON YOUR DECISION. IF YOU AGREE, REQUEST YOU INITIATE 
ACTION TO CANCEL AIRLIFT. 
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